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10 : 23:13 


10 - 20-2010 


i n 


athriV'f.tnt) fJ'O/rruiCy VdifrfiYtfH 



Cardioplegia: Medication Order Form 

697 Waveily Street, Framingham, MA 01702 

Tel: 800-994-6322 or 508-820-0606 
Fax: 888-820-0583 or 508-820-1616 
www.neccrx.com 


Osceola Regional Medical Center 

Pharmacy Department 

700 W Oak Street - Kissimmee, FL 33701 

Phone: 607-518-3133 / Fax: 407-518-3914 


p °* SM/blOlofO 


STANDARD ORDERING: 

Fax order by 11:00am on Mondays ( Eastern Time ) 
for Wednesday deliveries*.* also Tue for Thr & WedforFrl 


1 

Order Confirmation Contact: Sharon Mitchell 

rp-cfoM cjp'UbVZP 

Indicate number cf units ordered > 

_/D Units 

/D Units 

Cardioplegia Solutions j 


Warm 

Induction 

Cold Induction 

HtghK 

ingredient 

volume/Dose 

Volume/Dose 

Potassium Chloride {2mEq/mi] 

12 ml [24 mEq| 

36 ml [72 m£q) 

Tromethamine 03 M 

68 ml 

288 ml 

CP2D Injection 

68 ml 

72 ml 

Dextrose 70% 

14 ml 


Magnesium Sulfate 50% (4m£q/mi) 

3.75 rnliiSmE^ 

6.95 mL {27. S m£q) 

Sterile Water 

65 ml 


Aspartate 3.92% / Glutamate 4.28% 0.46WI 

75 mi 


DS -O.22% NaCl 


792 ml 

Total Volume 

305.75 mL 

1194.95 mL 

uQHq.s 


) bo* 

06 Upp' n °) 


REQUESTED DELIVERY DATE: 

Jl Imqa Mk(L 


!0 


Print Name; 
Signature; 


Title: 






Receipt of Pax Confirmed by: 

ORDER CONFIRMATION PROCEDURES: 

Institutional Agent: LVM 

You will receive a call from our Pharmacy 

NECC Asent: LeftiK 

within a few hours to confirm the receipt 

Date: irthohO 

of this order. If you do not receive a call. 

l - ' 

Time: U-iTScv 

please resend your order form. 


Q S'. 


J 


Ref: CflROIQ 
Oep> 


Crete: ElOcilO 
Wgt • 1-0 LBS 

DVi 

eves: STANDARD OVERNIGHT 
TRDK:4075 9396 6111 


SHIPPING 
SPECIAL: 
HANDLING: 
0,00 TOTAL: 


10.12 

o.ei 

o.oo 

30.93 


FOIA Confidential 


NECC USMA001 037688 



: ormula Worksheet 

10/20/2010 11:20:58 AM 
Page 1 

CP-00230 COLD INDUCTION HIGH K SOLUTION 

Raver, 

Description: 


HI 


NEW ENGLAND COMPOUNDING CTR 
€97 WAVER l Y ST. 

6S7 WAVER LY ST. 

FRAMINGHAM, MA 01702 Ph 80C-S34-6322 


Schedule: 


Quantity made: 11949.51 


Batch yield: 11 349,500 
Qiy remaining: 1 1 ,949. 500 

Date made: 1 0/20/2 01 0 
Lot nu m ben 1 02020 1 0 @45 

Beyond use date: November 1 9, 2010 n '20 am 

30 days- after cprn pounding date 

Pharmacist: GS 


Active 0 

Formula ID: 9354 
Log D 152820 


Technician: <NONE> 
NDC1: 
Packaging; 
Equipment: 




PCCAId”: 

• Route of admin: 

Pacing calculations from the log 
Estimated price $26.29 as of 

1 Ingredient cost $o.oo 

Device cost so.oo 

Time cost 5P.-Q? Time to make: 0 

Profit $ 2 S 29 


Labeling; PETO GE RATE 
Stability Information: 

Chemicals • Sch , 

« POTASSIUM CHLORIDE -2SC-ML 2MEQ/ML INJECTABLE 
Lot #* SS725DW fvlfg: HOSPiRA 

Yc‘ur'S poiency. 

BsiV.ca. 


Qumtiiy used QS {Balance ) Actual cost <§ dais 


360 ML 

Exp. date: 4/1/201 1 


□ . 


$0.36 


07/20/2006 


Whisr; HOSPIRA 


CP2D ANTICOAGULANT SOLN 
Let #. O0132O1O@2 


Balance 


M?g: STORE 

Velum* 


TROMETHAM1NE (TRAM) 0.3M SOLUTION 
Lot # 091 7201 0@ 5 fvlfg: STORE 

Vo ir.'a 

Balance - 


Potanry 


Potency: 


NOS: 0409-7075:26 

720 ML 0^ 

Exp, dale: ii/l 1/ZCiO Whisr: STORfc 


Each ML cars' ns 0.0301 ML cr 2.01 '4 

ChemfcwtD: 0 


$0.00 


08/: 1/201 G 


NDC. 


Each ML cows ns 0.0602 ML or 6.03% 

ChemfnviD: *760 


2960 ML □ 

Enp. date: 12/16/2010 Whter: STORE 

QS srainJ: 


SQ.OO 


09/17/2010 


DEXTROSE 5%/NACL 0.225% SOLUTION L 

Lei# 69-26 t-JT M%: HOSPIRA 

Vd’jms' Foiancy 

anco 

MAGNESIUM SULFATE 50% INJECTABLE T 

Lot # 77-1 80-D K fvlfg . HOS PI FLA 


Da'artc*. 


Volume. 


Potency 


NDC 

7920 ML 
Exp date 9/1 '2010 
OS aw 

NDC 

59.5 ML 

Exp. date: 5/1/201 1 

OS amourl. 


□ . 


5$crr ML coni a ins Q '>41 ML 24,1 % 

Citumlnv'iD. 4^2 S 

ItuxT 


Whisr: MSD 

Ench ML coMo-ts 0 SS3 ML &f 66. 3 
00409-7024-09 C he min v ID: 


□ . 


Whisr, HOSPiRA 


$0.00 


* 1/ 1 1/2009 


NDC 

(Added all GM & G.V1S: O.CO) 


Log instructions 4 Notes 


EssCti ML cunlsmb 0.00532 iv'L o; 0.5527c 

0409-2166-03 Chem&wlD. 0 

$0.36 

dfKC^oOsES FS <5-^ 6 rs rea»Ii 8V1^s«S D e*.£ti t -C Ct ms * <te r 


Original y made as: 11949.5 CP-00230 COLD INDUCTION HIGH K SOLUTION 
Calculated lot number: 1020201 0@45 Beyond use date: 11/1 S/2010 
FORMULA INSTRUCTIONS: 

cardioplegia #88888800230 cold induction high k 

OSCEOLA REG MED CTR 

\ U X 11S4.95 JHL BAGS 


a * mm i MiiacifON mm ft 


USE BAXA EM-2450 PUMP TO PRODUCE 
USE ZEBRA 3X3 LABELS (B&W) 




Potassium PilflridE (2 rnEq/mL) 36 mL{ 72 mEq) 
TronKttatmne O.SM 2 SB mL 

CP£D Injection 72 mL 

05 - 0 . 22 %fJaCI 732 mL 

Svlagitesium Sulf 3 te( 4 tn£tj/mL} 6.95 mL| 27 . 8 mEq) 

Total Volume: 1 1S4.95 mL 

| Cardiac Perfusion Only ' 1 

I Not for 1 . V. Aiimin igtrsiion 

Exp: 11 / 1 9/2010 

• Let; 10202010 @45 

***Tbe EM240Q Compounder may b& operated by trained pharmacists or 

certified by the P har nn acy IV Sy pe rv t so r. H| if | , w w .. 

The EM24DQ Compounder complements? but does not replace, professic _ ^ SESiS$O023OA 

technique tn the compounding of parenteral seiuik^r The 6fi/!240§ shoufc Fftsmingham ^ 01702 
Its operation. Training certification maintained for all 

Date entered: 1 0/20/2 Cl 0 1 1 AM o d i f ^T d/ 2 0/ 204-p 1 1 :20:55 AM by: GS, (Pharmscis;) 

Checked by: Date: / 1 Jf tA i 1 ^ 



FOIA Confidential 


NECC USMA000128179 



Lagged Formula Worksheet <«*.*»<» 
1 0/20/20 "0 11 20:58 AM 
Page 2 



T ube Set InstaSlation 

Compounder tube sets should be replaced at the beginning of the mixing day. at intervals established by the pharmacy. 

Baxa recommends 24 hours. The compounder and adjacent work area should be cleaned before a new tube set is 
installed. 

Equipment Necessary: 

1 . EM240G Compounder 

2. EM2400 Valve Set, Order No. 724 

An incorrect valve set installation can result in an error in the calibration process. Check for proper installation if 
the calibration process is unsuccessful. 

Do not use the compounder ft a valve actuator is broken or -damaged. 

Solution Preparation 

Solutions compounded on the ExariaWlix 240 D (EM24Q0) must have a final weight within ± 3% of the calculated value to 
be - acceptable. 

Procedure; . 

1 . Select an appropriate empty container for the final solution. Use a container size that will adequately hold the 

solution without overfilling. Baxa TPN bags fray be fi’ied f "|Q^fpaximurn of 1 0% over the bag size as overfill. Do 
not overfill. '- ,r '■ • 

2. Attach the solution label with the order and bar-coded serial number to the empty container. 

3. Attach the bag to the pump tubing, and connect the bag to the scale, insert the tubing into the scale’s bag stem 
holder with the container face down. 

4. Scan the label bar code to solco: the solution on the compounder. Verify' on the configuration screen that the 
correct solution has been selected. 

NOTE: The EM24QQ requires the use of a Universal Ingredient in a minimum of 30 ml for each solution mixing 
for proper function, if the selected solution does not conta n at least 30 mL of s Universal Ingredient, the software 
displays a warning. Users nay select a different Universal Ingredient from the istof preselected ingredients 
permitted for this purpose. If no ingredient will provide a minimum of 30 mL. the user must reformulate the 
solution or accept an additional amount to q.s. to this volume. Permission to do this is part of the comoounder 
security setup. 

5. Touch the Run button on the screen to initiate compounding. While the solution is pumping, observe the 
compounder operation and screen status to verify that tine order Is progressing and containers are emptying 
propeny. If there are problems with the solution, touch the Pause button, then the Stop button to abort and correct 
any problems. 

8. Whiis the solution is pumping, draw up any manual additions for the formula. Touch the Manual Add button on the . 
screen to see a drop down list of these ingredients. 

NOTE: During the solution pumping, ingred'ent containers may run out The software is designed 
to detect this situation and prompt users through 

the process of replacing the container. DO NOT REPLACE A CONTAINER UNTIL THE SOFTWARE PROMPTS 
YOU TO DO SO. 

7. When the compounder finishes, it will Indicate the percent error between the calculated bag weight and actual bag 
weight. The bag must be within ± 3% of the calculated weight. If the bag fails outside of that range, review the 
MbcCheck™ Report for any discrepancies, make the appropriate corrections and re-run that bag. 

3, When the pumping is complete, clamp the blue clamp ornflhe qgmpounder port, remove the bag from the 
compounder outlet tube, and replace the screw cap. 

9. If the solution formula contains manual additions, set the* ptifriped solution, the Mix-Check Report, and the manual 
additions aside in the hood for a pharmacist to check. Once the check is complete, add the manual additions to 

Date entered : 10/20/201 0 1 1 :20A6 AM Last modified: 1 0/20/201 0 1 1 :20:55 AM by: GS , (’Pharmacist) 

Checked by. Date: / i 
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Lcsgsjed Formula Worksheet l&snsefc 1 , 
10/20/2010 11:20:58 AM 
Page 3 

CPM2Z0 COLO INDUCTION HIGH K SOLUTION 


Flavor: 

Ds script! on: 

Quantity matte: 1 1949.5 ML 


!!IIEU'(MiSfPPplp(! NEW ENGLAND COMPOUNDING CTR 
I j!lll|lil!l]|]!||filll 597 WAVERLV ST. 

' 397 WAVERLV ST. 

FRAMINGHAM, MA 01702 Pn. 300-994-5322 


Schedule. 


primely i 
Formula ID: 9384 ' 
Log ID: 152820 


Quantity made: 1 1949.5 ML . Batch yieftd: 1 1 ,949.500 P CCA ID: L °9 ID: 152820 

Qif remaining: 1 1 ,949.500 Route of sdnsin*. 

the solution bag. 

10. If there are no manual additions, set the completed solution and the Mix-Check Report aside for the pharmacist to 
check, ' . L.- 

I V "P: 

CAUTION: If a bag had to be aborted, be sure tfoatfer^aive set is flushed with the Universal 
Ingredient before pumping another bag. If ’you are 'unsure whether the set was flushed, 
perform an individual inlet prim© of the Universal ingredient 

Troubleshooting ExactaMix 2400 (EM240Q) Air (Bubble! and Occlusion Alarms 

The ExactaMix 2400 Compounder (EM24Q0) has inline air and occlusion detectors designed to alert users to unit 
conditions of pumping air or pulling s vacuum, Bsxa recommends that all alarms be investigated prior to continuation of 
the bag fill. In the event of air or occasion alamos, Baxa recommends the following troubleshooting steps. 

Afr (Bubble) Alarms 

Symptom; Bubble alarms occurred on all bags after the initial tube set installation. 

Troubleshooting; Verify that the tube set is seeled ail trie way into the bubble detector channel. If so, call Baxa Technical 
Support for additional assistance. 

Correction: Seat ths tube set all the way into the bubble detector channel and run another bag to verify that the alarms 
stop. 

Symptom: Bubble alarms occurring on multiple bags after the initial tube set installation. 

Troubleshooting; Check the priming volumes for the macro, micro and syringe inlets to ensure :hat the iniets were 
completely primed during the initial prime and verify setup step. Macro inlets should be primed with 30 mL, micro inlets 5 
mL and syringe inlets 5 mL of fluid, respectively. 

Correction: Call Baxa Technical Support for nelp with increasing your prime volumes, 

Symptom: Bubble alarm occurred after a new ingredient container was swapped. 

Troubleshooting: A bubble may have been introduced into the frifet at the time of the container change. Lift tie lid and 
Inspect the size of the bubble, Typically these are fairly small bubbJp^The staff pharmacist should make a decision 
regarding whether or not this bag should be aborted, Example: If ydO are pumping a large volume of water and a small 
bubble was introduced into the inlet at the time of the change, this may not be an issue However, if you are pumping 0.2 
ml of an electrolyte and you have a small bubble, the bag may not have received its full dose. 

Correction: Baxa recommends a specife spiking technique when changing ingredients. For vial ingredients, spike the via] 
while it Is Inverted. This minim'zss the chance to introduce air. For bag ingredients, spike the bag and hang it. After 
hanging the bag, flick, the spike port with your finger multiple times to purge any air that may have been introduced. 


Symptom; Bubble alarm occurred <n the middle of the bag when no ingredients were swapped. 
Troubleshooting; Check the source container that was pumping at the time of the alarm to ensure that 
If the container is empty there are a few possibilities that may have caused the alarm: 
t . Source remainder was wrong. 

a. Ingredient volume was wrong from the supplier. 

b. Somebody edited the source remainder inaccurately. 

2. Pump calibration Is oft. If this is the case, ait ingredients will be pumping inaccurately, which will 
the f i n a ’ bag we ight check . 

3, A partial vial was hung and the source remainder was not edited to reflect the true volume. 

Cor motion: 

t . inspect other ingredients from the same lot number and compare the volumes Ensure that then 
remainder editing. Baxa can help with this by inspecting the blackbox if necessary. 

2. Recalibrate .the load cell and the pump before proceeding. 

Date fcntsrsd: 10/2CV201 0 1 1 :20:46 AM Last modified: 10/20/2010 1 1 :20’,$5 AM by: G$ t (Pharmacist) 
enacted <fcv: _ D-ate: / , / 


it is not empty 


be caught with 


s- has been no 




FOIA Confidential 


NECC USMA000128181 


' F orro u 1 a N a m e 230 
j Serial Number 88888400230 
Con fi sural i on C A R DIO-2 


Cxpected We ight (g) : 222 L 54 


User Comments' 


MixCfeeek 1 M Repor< 


Measured Weight (g): 1237,02 


Dare/Time 10/21/20)0 8:43;52AM 

User Barry ,1, Cadtien 

Elapsed Time 00:07:53 


Difference (“'of 1 .27 


CP2D Anticoagulant Part.: 4 NECC CP2D Anticoagulant 500 Bag (seq 1) 

Lot*: )0)520KHf.7 Hxp. Parc: 


1/14/201 1 


Dex 5% 0.225 NS 


Port: 2 1 Hospira Dex 5% 0.225 NS 1000 Bag (seq 7) 

Lot*': 88-205-JT Exp. Date: 4/2/2012 

Port: 2 1 Hospira Dex 5% 0.225 NS i 000 Bag (seq 8) 

Lot tr; 88-205-JT Exp. Date; 4 '2/20 1 2 

Poir. 21 Hospira Dex 5% 0.225 NS 1 000 Beg (seq 9) 

Lot#: 88-205-JT ' Exp. Date: 4/2/2012 

Port: 21 Hospira Dex 5% O. ^M j^iOOO Bag (seq 10) 

Lots): 88-205-JT ' ’ ' Exp. Date: 4/1/2012 


K. Chloride 2raKq/m! Port : 12 Hospira K uhlorido 2ntEq/ntJ 250 Bottle ( seq 6j 

Lot 4: &S723PW Exp. Date: 4/2/201 1 

>ls Sulfate 4mfcq/ml Port. 15 Hospira Mg Sulfate 4mtq/ml SO Via) (seq U) 

Lot*: 8 1- 131 -elk 

Trtmieiliatnine 0.3M Port. 19 14Et-C 3 roiTtetiiiimioc 0..-L1 4000 bag (stq2) 

Lot if: 10082010S 25 Exp. Date: 

Port: 19 NECC Tromethainine 0.3!v1 4000 Bag (seq 3) 

Lot*'; 10082010-^25 Exp. Date: 

Port: 19 j\ l :-CC T rorncthamioe 0.31V1 4000 flag (seq 4) 

Lot 3: 10082010-^25 Exp. Dale: 

Port: 19 NfiCC Tromethainine 0.3M 4000 Bag (seq 5) 

Lot*: 1 008201 0@.25 Exp. Date: 

Port: 19 NECC Tromethamine 0.3M 4000 Bag tseq 1 2) 

Lot*: 1008201 072:25 Exp. Date: 


Ordere d Vol uiy? 

~ v 77 




Total (mL): ^ 792 


9/2/2011 

v- /6 ' 9 - 


41 

1/7/201 1 

40 

1/7/2011 



20 

1/7/2011 



15B 

1/6/201 1 


1/6/201 j 

z 


' 1 11 / 

Total (mL): p/ 2SS 



Details: 

Selected bag 1-10 GVA Container 2000mL. 

Used 40.00 ml of overfill: Trcmethaminc 03M at port ! 9 | 

Used 20.00 mL of overfill: Trcmethaminc 03 M at port 19 wffiR 

Omfsin&r ai port 19 exchanged with new container of NHCC Trom*cthamme0.3M 4000 Bag 
LUud 55.00 mL of overfill: Dex 5% 0.225 NS at port 21 
Used 20.00 mb of ovcrffl: Dex 5% 0.225 KS at port 2) 

Combiner at port 21 exchanged with new container ot Hospira Dex 5% 0.225 NS ) 000 Bug 
The final weight of this solution is within the acceptable limit of+/- 3.00% 
c om po u itcictl on CO IMS PQ U M BER # I 

Author ted by: 


Qj-riat T\iumhp-r 


Pasc I of 1 


Daie/T i me 1 0/2 1 /20 1 0 8 : 43 : 52 AM 


FOIA Confidential 


NECC USMA000128182 



User Comments: 


Ordered Volume 


CH f 2l> Anti coagulant 

Port: 4 NECCCP2D Anticoagulant 500 Bag fssq 1) 

Lot#: 10 1520 10:3,7 Exp. Date: 

1/14/201 i 


72 

Dck S% 0.2J5 MS 

Port: 21 Hospira Dcx 5% 0.225 NS 1000 Bag (seq 4) 

Lot ik 88-205-JT tsp. Date: 

4/1/2012 


792 

K C h io ride 2m Bq/m \ 

Port: 12 Hospira K Chloride 2ml:q/inl 250 Bottle (seq 3) 

Lot#: 8872 5 DW Exp. Date: 

40/2011 


36 

iYiig Sulfate 4mEq/ntl 

Port: 15 Hospira Mg Sulfate 4mDq/ml 50 Vial (seq 5) 

Lot ft: 81-13 '.-dk Exp. Date: 

Port; 15 Hospira Mg Sulfate 4mEq/ml 50 Vial (seq 6) 

9/2/201 ] 


-2 

i 



Lot#; 81-131 -dk F.xp. Date: 

Port: 15 Hospira Mg Sulfate 4mEq/ml 50 Vial (seq 7) 

9/2/204 J 


2.4 


lot??: 8 1-131 -dk Exp. Date: 

9/1/20 i) 






Total (mL); 

<> 

VC 


TromvthamineO,3M Pur.: 19 NECC Troinochamire p.?M 4000 Bag (seq 2) 

Lol .ft: i 00820 \ C>@25 . Exp, Date: 

For': 19 ft ECO Tiorucihainire '0.3M 4000 Bag (seq 8) 

Lot*: 100820 M)@25 Exp. Date: 


Details: 

Selected bag 140 EVA Container 200 OmL. 

Used LOO rnL of overfill: Mg Sulfate 4niHq/ml 21 port 15 

Container at port 15 ranh armed with new cnntaine.r uf Hospira Mg. Sulfate 4m Fq/m l 50 Vial 
The final weight of this solution is within the acceptable limit off - 3,00% 

Compounded un COMPOUNDER A1 

Authori zed by: 


1/3-20 i 1 

1/6/20 n 


259 

no 


Total (mLj: 2XS 


Total (reiL): 



- > >> > * ... oa-s-fKjjaftAl 


Pd2C 1 Of ) 


Uate/Vimc 10/21/2010 8:48: 1 3AM 


FOIA Confidential 


NECC USMA000128183 




MixCbeck 1 M Report 


Formula Name 23€ 

Serial Number 18888800230 
Con fi e u ration C A R 0 1 0-2 


Date/Time 10/2 UW 10 S:52: 13AM 

User Barry ,5, Cadders 

Elapsed Time 00:03:36 


Expected Weight (g): 1221.54 


User Comments: 


Measured Weight (g): 1238.47 


Difference (%): 1.39 


Ordered Volume 


CP 20 AnttenagtiHant 


Box 5b4 0.225 NS 


Port: 4 NBCC CP 2D AmVcagutat 500 Bag (seq 1) 

loi 101 520 100.7 * Exp. Date: 1/14/2011 

Port: 2! Hospira Dex 5% 0.225 NS 1000 Bag (seq 4) 

Dot#; 88-7.05-JT Fxp. Dale: 4/1/2012 

Poil: 21 Hospira Dex 5% 0.225 NS 1 000 Bag (seq 5) 

Lot#: 88-205-J ! fixp. Date: 4/1/2012 


K Chloride 2mEq/ml ' Port: 12 Hospira K Chloride 2mEq.'mi 250 Bottle (seq 3) 

Lot 8872 5DW Exp. Date: 4/2/2011 

Mj. Sulfate 4mEq/ml Pori: 15 Hospira Mg Sulfate 4mEq/m: 50 Vial (seq 6) 

_ Lot#: Sl-lj'l-dk j_ Exp, Date: 9/1/20(1 

TromeihamineOJM Port: 19 NECC TroroetharoineO.SM 40C0 Bag (seq 2) 

Lot#: 10082010025 Exp. Date: 1/6/2011 

Fort: 19 KBCC Tronri cdi am ins 0 .3 Mi 400Q Bag (Teq ”) 

Lot#: 100820 10(325 Exp. Dale; 1/6/2011 


Total (ml): 


Total (ml.): 


.Details: 

Selected bag 1 40 EVA Container 2000m U 

Container at port 21 exchanged vvith new container of I iospira Dc*o% 0.2 ad NS 10'jO Lsag 
The final weight of this solution is wiihn the acceptable limit. . oj+/- j.D0°/o 
C ompou nd&d on COM PO U N DER & I »v . . 

Authorized by: 


Total /jnL): 


U 94.95 


n - 1 -k i , w - 9 a ssj wmfl 


Paee l of 1 


Daie/Timc 10/2 ! /2(H 0 8:52: 1 3AM 


FOIA Confidential 


NECC USMA0001 281 84 


Formula \amc 230 

Scriel Number 88888800230 

C o n fi gu ran a n C A FvD I D-2 

MtxCtoeck Lvl Rep©rt 

Date.*Tiine 

User 

Elapsed Time 

10/28/2010 8;5$:14AM 

Barry J. Caddai 
•00 1 03;36 

Expected Weight (g): 1 22 j ,54 

Measured Weigh: (g): 1240.03 


Difference (%): l*5t 


User Comments: 


CP2D Anticoagulant Port: 4 NECCCP2D Anticoagulant 500 Bag (scq 1) 

Lot it: 1 015201007 Exp. Date: i .'14/20 1 1 


Ordered Volume 
72 


Dcx 5% 0.225 NS 


Poii: 21 Hospira Do; 5% 0.225 NS i 000 Dag (scq 4; 

Lot 4: 88-205-JT Exp. Date: 4/1/2012 

Porr: 21 Hospira Dex 5% 0.225 NS 1000 Bag (seq 5) 

Lot?/. 88-205 JT Exp. Date: 4/1/2012 


Total (ml,): 792 


K Chloride 2mEq/ml Port: 12 Hospira K Chlorid^^^j/’|n 1 250 Bottle (seq 3) 


Lot 4: 88725 DW 


Exp. Date: 4/2/201 1 


Mb Sulfate -tniEq/ml Port. 15 Hospira Mg Sulfate 4rr.Eq/nt! 50 Vial fseq 6) 
Lot 7?: SI-13 i-dk & 


Tromethamf tic 0.3M Port: 19 NECCTrontethaminctlDM 4000 Bog (scq 2) 
Lot H: 10082010025 Ex 

Pori: 19 NECC Tiomefhamine C.3M 4000 Bag (aoq 7) 

Lot*: 10082010025 Ex 


Details: 

Selected bag 140 EVA Container 2000ml.. 

Container at port 21 exchanged with new container of Hospira Dex 5% 0.225NS 1000 Btsg 
The final weight of this solution is within the acceptable limit of 4 -/- 3. 00% 

Compounded an COMPOUNDER /tl 

Authoris'd by; 




ck 


9/ 1/20 1 1 

O.vj 

1/6/201 1 

259 


29 

1/V2011 


Total (ml-); 

28& 


1 i 94.951 


. .ii&frtw • 


ir>#'< fy --i a ft ft ftibn 


FOIA Confidential 


Pape I of i 


D ale ;'T i m e 1 072 3/201 0 § : 56; 14 A >*1 

NECC USMA0001281 85 


Formula 'Name 
Serial Number 
Configuration 

230 

8888S800230 

CARDIO-2 

MixCheck’ ^Report 

Date/Tirae 

User 

Elapsed Time 

10/21/2010 8:59:35AM 
Barry J, Csdcten 

00:02:56 

Expected W eight (gj : 1-22 1 ,54 

Mcasureff^eightlg): 1242,43 


Difference Co): 1.7! 


User Comments: 


Ordered Volume* 


CP2D Anticoagulant 

Port: 4 NECC CP2D Anticoagulant 500 Bag (sec 1) 

Lot U: :01S2010®7 Exp. Date: 

1/14/201! 

72 

Do: 5% 0.225 MS 

Tort: 21 Ilospira Dcx 5% 0.225 NS 1000 Bag (scq4) 


452 


Lot#: S8-205-.1T Exp. Date: 

Port: 21 Hospira Dex 5% 0.225 NS 1 000 Bag (sec 5) 

4/1/2012 

340 


Lot#: 8 8-205- JT Exp. Date: 

4/1/20)2 



Total (mL); 

792 

K Chloride 2niEq/mi 

Port: 12 Hospira 1C Chloride ZraliqM 250 Bottle (seq3) 

Lot#: 88725DW Exp, Date: 

4/2/20! I 

36 

IV? g Sulfate 4mEq/ml- 

Port: 13 Hospira Mg Sulfate 4ntEt)/mi 50 Vial (seq 6) 

Lot#: 8 1-131 -dk Exp. Date: 

o/i/201 i 

6.95 

T ro m e t hfl m in e 0,3 >11 

Port: 19 NECC TminethaminetUM -tf/OORag (seq 2) 


259 


Loi/L ! 00820 iOECS Exp. Date: 

Port. 19 NECCTroinetliamijie,03.M 4000 Baa (soq 7) 

1/6/201 : 

29 


l.o,#: I0082010@25 . : jgj&gffc F.xp. Date: 

1 /6/20 f T 



Total (mi.V 

288 

Details: 


jjpjl otsl (IB L): 

11949 5 1 

Selected bm 14-0 EVA Container iUOUmL. 



Container at port 2] 

exchanged with new container of Hospira .Dcx 5% 0.225 MS 1003 Bag 



The- final weight of 

this solution is within the acceptable limit orV- 3.00% 




Compounded <sn COMPOUNDED £1 
Authorized by: 


Pas* 1 of ! 


Date/Time 1 0/2-1 /201 0 S:59 :35AM 


FOIA Confidential 


NECC USMA 0001281 86 


Formula Name 

Serial Number 888888Q023G 
C on fmura item C ARB {1 0-2 


Expected Weight (g): 122 i .54 


User Comments: 


MixCliecK™Report 


Date/Tirr.e 10/21/2010 9:04;24AM 

User Barry J, Cadden 

Elapsed Tine (HMM: 22 


Measured Weight (g): 3243.03 


Difference (%') : 1.76 


CF2D Anticoagulant 
Dcx S% 0.225 NS 


Port: 4 KbCC CT2D Anticoagulant 500 Bag Oq 1} 


lot 0: 10152010(^7 


UiM »'• 


_ Ex^Dateu jjM/TQU 


Port: 21 Ho spin Dex 5% 0,225 NS 1000 Bag (seq 4) 

Lot W 88-205HT Exp. Date: 4/1/2012 

Port: 21 Hospira De« 5% 0.225 NS 1000 Bag (seq 5) 

Lot U: 88-20 5 -JT Exp. Date: 4 ; 1/20 12 


K Chloride 2mEq/mi Port: 12 Hospira K Chloride 2mEq/m! 250 Beetle (seq 3) 

Lot 2 : 88725DW , Exp. Date: 4/2/201 1 


Ordered Volume 
72 

645 
147 


Total (ml); _ 792 

36 


Mg Sulfate 4mEq/iril 

Port: 

Lor#: 

1 5 Hospira Mg Sulfate 4mBq/ml 50 Via) (seq 6) 

81-131 -dk Exp. Date: 9/1/2011 

6.95 

Trotncihsrmme 0.3 M 

Port: 

Lot^: 

Port: 

Lot *V: 

19 NECC Tromethamine 0.3M 40C0 Bag (seq 21 

1008201 0@25 Exp. Date: 1/6/2011 

19 KECC Tromethamine 0.3 M 4000 Bag (seq 7) 

100820 10(225 Exp. Date: 1/6/201 1 

259 

29 



Total (mL): 

288 

f derails: 


frofa! (ml.): 

1194, 9S 


Selected bag 140 EVA Container 2000m) .. 

Container at port 21 exchanged with new container of Hospira Dcx5% 0.225 MS 1000 Bag 
The final weight of this solution Is within the acceptable limit of+. - 3.00% 

Coin pounded on COMPOUNDER #1 • w 

Authorised try; • . 




Pape ] of 1 


Dare/rime J 0/21/2010 9:04:24AM 


FOIA Confidential 


NECC USMA0001281 87 



Formula Name 
Serial "Number 
Configuration 

230 

88888800230 

CARDIO-2 

MixCheck 1 M Rcport 

Date/Time 10/21/2010 9:08:39AM 

User Barry J. Cadden 

Elapsed Time 00:03:48 



Difference t%): IM 


User Comments: 


C 11*2 D A n t ico ag u la n l 


Dcx 5% 0.225 NS 


Pori; 4 M13CC CP2D Anticoagulant 500 Bag (seq 1) 

Lot $: i0i52010@7 i^xp. Date: h # t4'20M 

port: 4 MECC CP2D A inti coagulant 500 Bag (seq 2) 

Lott?: 101520 1 0@7 Exp. Date: 1/13/2011 


Po rt : 21 Hcspira De x 5 % 0 2 2 5 K S 1 000 Bag ( seq 7) 

Lmfr 8R-20VIT ; :J* F.xp- Date: 4/1/2012 


K Chloride ZmEq/'ml Port: 1 2 Hospira K 250 Soule (seq 4) 

Lot*; 88725BW ' lfr * Exp. Date: 4/2/201 1 

Port: 1 2 f iospira K. Chloride- 2\TiBq ; 'mi 250 Bottle {seq 5} 

Lot*. 88725DW Exp, Date: 4/2/2011 

Pen: 12 Hospira K Chloride ZrnEqcnl 250 Bottle {seq 6) 

I,oi 88725 DW Exp. Date: 4/1 CO 1 i 


Mg Sulfate 4mTEq/m» Port; l 5 Hospira Mg Sulfate 4mKq/ml 50 Vial (seq 8) 

Lot#: 8M3)-dk _ Exp. Dale: 9/1 /3Q1 1 

Trometharoinc lUtVI Port: 1 9 KE-CC Tromcthamine 0J‘M 4000 Bag (seq 3) 

Lot#: 1008201 0@25 Exp. Date.: 1 /fi/20 1 i 

Port: 19 KEICC Trome.tharntneO.3M 4000 Bag (seq 9) 

LoL#: 1008201 0@25 • Exp. Date: 1 W20 1 1 


Details 

Selected bag 140 EVA Container 2 00 On CL, 

Container at port 4 exchanged with new container of KfcsGC CP/D Anticoagulant 500 Bag 
Used 3.00 mL of overfill: K Chloride 2mEq ; ml at pon 12 

Container at port 12 exchanged with new container of Hospira 1< Chloride 2rnEq/m) 250 Bottle 
The final weight of this solution is within the acceptable limit of-H- 3.00% 

Compounded on COMPOUNDER #1 g-iV' 


Total (ml 


Ordered Volume 


•loialfmL): 


total (mL): 


Total (mL): 


27.6 


36 

6.95 


29 


288 


Authorized bv: 




Page j of I 


Date/Tine 


10/21/2010 9: (IS :39AM 


FOIA Confidential 


NECC USMA0001281 88 





. 

#SS18SS*| 

A A ~ " 



j 






Formula Name 230 

Serial Number 88*88800230 
ConfTg.ii radon C A R D 10-2 

MixCheek 1 M Reporf 

Date-' Time 
User 

Elapsed Tin 

10/21^2010 9; 11 :54AM 
Barry J, Cadden 
e 00:02:48 

Expected Weight (g); 

1221.54 

Measufl^MigA(g): 1241.83 

Di fibre nee (%}: .1 M 

_ 

User Comments: 








Ordered Volume 

CF 20 Anticoagulant 

Port: 

Lot !H 

4 NECC CP2D Anticoagulant 500 Bag (seq 1) 

101520100,7 Exp. Date: 1/1 

3/2011 

72 

&*%$% 0,225 NS 

Port: 

t .ot i~: 
Port: 

Lot 7: 

21 Hospira Dex 5% 0.225 NS 1000 Bag (seq 4) 

B8-205-JT Exp. Date: 4/1 

23 Hospira Dex 5% 0.225 NS 100 0 Bag (seq 5) 

88-2 05- J1 Exp. Date: 4/J 

/20 1 2 

/2012 

4] 

751 




TotsJ (mL): 

792 

K Chloride 2mEq/ml 

Font 

Lot 

12 Hospira K Chloride 2mBq/m! 250 Bottle (seq 3) 

88725DW Exp, Date: 4/] 

/20 1 1 

3 S3 

Mg Sulfssic 4roCq/mi 

Pori: 

Lot fC 

1 5 Hospira >4g Sulfate 4mEq ; ml 50 Vial ( seq 6) 

SM31-C& Exp, Date: 9/; 

^20^ : 

6.95 

Tromethamfne 0*3 M 

Port: 

Lot 7?: 
Pud: 

Lot £: 

19 NECC Trent eth a mine 0.3 M 4000 Bag (seq 2) 

: 00820 1 0@25 Exp. Date: 1 M 

19 NECC Tromethamine 0.3M 4000 Bag (secj 7) 

100820 10/0,25 Exp. Date: l/i 

0^t l '■ 

5/201 

6/20 1 ; 

29 



Total (ml): 

288 


Details: 

Selected bag 140 OVA. Container 2000 mL. 

Container at port 21 exchanged win new container of \ iospira Dex 5% 0.225 NS i OOQ Bag 
The final weight of this solution is within the acceptable limit of-t*/- 3.00% 

C o m pou nd ed o si C OMPO L N D ER U 1 


Ti>«a! (mL): 


If 94.9? 


A id homed hv: 


Vi 




Paae 1 cf I 


Date/Tine 10/21/2010 9:.ll;54A.VJ 


FOIA Confidential 


NECC USMA000128189 


o */> 


Form ala Name 230 
one) “Number 88888800230 
onft 2 iira:ion CaRBIO-2 


MixCheck 1 '’'■Report 


Date /Time i 0/2.1 /2U 1 0 9: 1 5:36 A1V 

User Barry J r Caddesi 

Elapsed Time 00:03:16 


j Expected Weight (g): I22K54 
User Comments: 


Measured Weight (g): 1244,60 


Di fferertce (Vo) : 1 ,89 


tkrsd V( 


CP2D Anticoagulant 

Pan: 

Lot 4: 

4 NC 

1 0 1 520 1 0:a 

Oes »*/» ft. 225 NS 

Pori: 

21 Ho: 


Lot ??: 

8S-205-JT 


Port: 

2 1 Ho; 


Lot //: 

8 8-2 05- JT 


Exp. Date: 1/13001 1 


Exp. Date: 4/ 1/20 S 2 
\) 

Exp. Dale: 4/1/2012 


IK Chloride 2m C-q/m! Part; 12 Hospira K Chloride 2mEq/m) 250 Bottle (seq 3) 

Lot#: S8725DW ; Exp. Date: 4U/2D11 

Mg Sulfate 4mEq/ml Port: 1 5 Hospira Mg Sulfate 4mEq/ml 50 Vial (?eq 6) 

8l-I3)-dk Exp. Date: 9/1/2011 

pun; 1 5 Hospira Mg Sulfate 4mEq/mi 50 Vial (seq 7) 
i .ot rf: 81-131 -dk Exp. Date: 9/1/20)1 


Tromcthamfne 03 M Pert; 19 KbCC Troir.crhamme0.3M 4000 Bag (seq 2} 

loin: 13082010(325 Exp. Date: 1/6/201 i 

Port: 19 ■ NECCTromethamine0.3M^000 Bag (seq S) 

Lot 4: 1 00820 1 G@25 * Exp. Date: l >6/20 i 1 


Total (mL): 


Total (mL); 


1 ota! (mL): 


Details: 

r 

Selected bag 140 EVA Container 2000mL. 

Container at port 21 exchanged with new container ofHospim^e^to 0.225 NS 1000 Bag 
Used 1 .05 mL of overfill; Mg Sulfate 4mEq/mi at port 15 ‘HSiP'V " 

'The final weight of this solution is within the acceptable limit of-f/- 3.00% 

C o poun J ed q 7i € 0M p O L K IDE R 4 1 

A otho rise d b v f 


Total (mL)s- 


WumK-r 


Page 1 of 1 


Date/T in e 1 0/2 1 /T0 1 0 9 : 1 5 :3 6 A M 


FOIA Confidential 


NECC USMA000128190 


Lormula Name 
Serial Number 
Con 11 gu ration 

230 

»88888(V0230 

Car© ii 0-2 

Mix Ch eck 1 M Re port 

Date/Time 

User 

Elapsed Time 

10/21/2010 9; 19:03 AM 

Barry J, Cadtlen 

00:02:56 

Ex peeled Weight (g) : 1 221 . 54 

Measured Weigh: (g): 1 243*87 


Di fTeren c-e (% ) : 1 .83 


User Comments: 


Ordered Volume 


CP2D Anticoagulant Port; 4 KECC CP2D Anticoagulant S00 Bag fscq I) 

l,m 4: 1 0 1520 1 0®.7 Exp. Date: 13/20 11 


Dex 5% G.225 NS 


K Chloride 2m E q/ml 


T ront ctham Inc 03 M 


Port: 21 Dospira Dex 5% 0.225 KS 1000 Bag (seq 4) 

Lot Hr 88-20 5- JT Exp. Date: 4/1/2012 

Ron: 21 Ilospira Dex 5% 0.225 NS 10 00 Bag (seq 5) 

Lot #: 88-205-JT Exp. Date: 4/1/20 12 


Total (mL): 


Port: 12 Hospira K Chlorid|WriMmt250 Beak- (seq 3) 

Lot#; 88725 DW Exp, Date: 4/1/2011 


VlgSuifaie 4niEq/ml Pori: 15 Hospira Mg Sul fate 4m bq ; ml 50 Vial (seq 6) 

Lot#; 81-13 1-uk Exp. Date; 9/1/2011 


Port: 10 NECC Tromethamine 0.3M 4000 Bag (seq 2) 

Lot U: 1 DO 830 1 ft@25 Es p Dal ft* 1 m/CO 1 I 

Port: \9 NECC TrornethamtneuJM 4000 Bag (seq 7) 

Lot#: I0082010@25 Exp. Date: i/6/2011 


6.95 


Total (mL): 288 


Details: 

Selected bag 140 EVA Container 2000mL. 

Container at port 21 exchanged with new container of Hospira. Dex5% 0.225 NT* 1000 Bag 
The final weight of this solution is within the acceptable limit of*- 3.00% 

Compounded on COM FOUNDER #1 

A tit ho m^il bv: 


Total (mL): 




Wal Numhp.r KR8SS80023D 


Page 1 of 1 


Date/Time- 1 mVMI 0 9: 1 9:03A VI 


FOIA Confidential 


NECC USMA000128191 



o&oodng pkotmocy svlvtfom 


New England Compounding Center, Inc. 

PO Box 4146 

Woburn, MA 01888-4146 

Ph. 508-820-0606 

Fx. 508-820-1616 


Invoice 





Date 

Invoice # 

10/21/2010 

160633 


OSCEOLA REGIONAL MED. CTR. - CARDJO 
700 W OAK STREET 
KISSIMMEE, FL 34741 
ATTN: PHARMACY 


P.O. Number 


SM 102010 


Quantity 


Terms 


Net 30 


Hem Code 




Ship 


10 / 21/2010 


Description 


Via 


FEDEX 


Account# 


CARDIOPLEGIA - WARM INDUCTION, 305.75mL 
CARDIOPLEGIA -.COLD INDUCTION HIGHK, 
1194.95 raL 
Charges , --N/C- 



!! (THANK. ' 

***P1.F.ARF 

l _ 

t'OU FOR YOUR ORDER!!! 

. Pt ACF, TNVOIOF. N1 1MRF.R 

\ „ , , , 

ON PAYMENT 11 ** 

* * 

Total $i r 7oo.oo 


Credits $000 




$1,700.00 


FOIA Confidential 


NECC USMA001 037687 
























advancing pharmacy solutions 


Pharmacist's Rx Order 
Verification Sheet 


Please verify that the following are correct for 
^ this Rx Order 


Drug 1 

Medication Correct 

Vial Size Correct 


Facility Name. 

>/ 

Facility Address 

1 / 


Drug 2 

Medication Correct 

Vial Size Correct 


Drug 3 

Medication Correct 

Vial Size Correct 


# of Units Correct 

Lot # Matched 


Correct Lab 
Reports Enclosed 


# of Units Correct 

. ..fc 


Lot # Matched 


Correct Lab 
Reports Enclosed 


# of Units Correct 


Lot # Matched 


Correct Lab 
Reports Enclosed 


Please initial after your name when verification 

complete. 

Barry J. Cadden, RPh 

Glenn A. Chin, RPh 

Darren W. Parente, RPh, PharmD 

Gene V. Svirskiy, RPh, PharmD 

Alla V. Stepanets, RPh, PharmD 


FQIA Confidential 


NECC USMA001 03769D 






10 / 21/2010 - 


TRACKING # 


407693965814 
401693965825 
407693965836 
407693965847 
407693965858 
407693965869 
407693965870 
407693965800 
407693965891 
407693965906 
407693965917 
407693965928 
407693965939 
407693965940 
407693965950 
407693965961 
407693965983 
407693966008 
407693966019 
407693966020 
407693966030 
407693966041 
407693966052 
407693966063 
407693966074 
007693966085 
407693966096 
407693966100 
407693966111 
407693966122 
407693966133 
407693966144 
407693966155 
407693966166 
407693966177 
407693966188 
407693966199 
407693966203 
407693966214 
407693966225 
407693966236 
407693966247 
407693966258 
407693966269 
407693966270 
407693966280 
407693966291 
407693966306 
407693966317 
407693966328 
407693966339 
407693966340 
407693966350 
407693966361 
407693966372 
407693966383 
407693966394 
407693966409 
407693966410 
407693966420 
407693966431 
407693966442 
407693966453 
9076939664 64 
907693966475 
907693966486 
407693966497 
407693966501 
407693966512 
407693966534 


Shipped To Detail 


10 / 22/2010 


Page: 1 


ACT WG SVC PK RECIPIENT CONTACT COMPANY 


ADDRESS 1 


CITY 

ST 

ZIP 

REFERENCES 

CAMDEN 

NJ 

00103 

SUPP 

URBANft 

IL 

61801 

METKACHOL 

ALTOONA 

PA 

16602 

BETA, TR1AHC , METHYL PRE D 

MORRISTOWN 

NJ 

07962 

LET GEL 

COLUMBUS 

GA 

31901 

HYDROXY 

CORPUS CHR 

TX 

76411 

PHENOL 

ARDSLEY 

NY 

10502 

OMNI, TRIAMC 

BOCA RATON 

FL 

33432 

LIDO/BUPIV/HYAL 

NORMAL 

IL 

61761 

METHACHOL 

RICHMOND 

VA 

2322 6 

GLYC 

WATERTOWN 

NY 

13601 

METHACHOL 

SHAWNEE MI 

KS 

66204 

POLY/BCIT 

SHAWNEE MI 

KS 

66204 

POLY/BCIT 

CHAT TAN OCG 

TN 

37404 

BETA 

CHARLOTTE 

NC 

2B211 

DROPS 

OTTAWA 

KS 

66067 

DROPS, GAT 

PLANTATION 

FL 

33324 

MITOMYC 

PORTSMOUTH 

OH 

45662 

GALA 

CAMBRI DGE 

MA 

02139 

MITOMYC 

QUINCY 

IL 

62301 

MITOMYC 

SANTA MARI 

CA 

93454 

CARDrO 

HOMEWOOD 

AL 

35209 

CARD IO 

HATTIESBUR 

MS 

39404 

CARD IO 

HAT TIES BUR 

MS 

39404 

CARDIO 

BELLEVILLE 

IL 

62226 

CARD I O 

HICKORY 

NC 

28601 

CARDIO 

HUDSON 

FL 

34667 

CARDIO 

READING 

PA 

19605 

CARDIO 

KISSIMMEE 

FL 

34741 

CARDIO 

PLATTS BURG 

NY 

12901 

CARDIO 

BELLEVILLE 

IL 

62220 

CARDIO 

BRADENTON 

FL 

34209 

CARDIO 

HAUPPAUGE 

NY 

11788 

HYAL, GLYC 

GLENDALE 

CA 

91208 

BETA 

COLUMBIA 

TN 

38401 

CARDIO 

SYRACUSE 

NY 

13203 

CARDIO 

SAN DIEGO 

CA 

92123 

AVAST 

HONES DALE 

PA 

18431 

LET GEL 

ST CHARLES 

IL 

60175 

HYAL 

CROWN POIN 

IN 

4S307 

BETA 

ALBANY 

NY 

12208 

METHACHOL 

MOBILE 

AL 

36607 

CARDIO 

FORT PIERC 

FL 

3 49SO 

CARDIO 

FORT PIERC 

FL 

34950 

CARDIO 

RICHMOND 

VA 

23296 

CARDIO 

SYRACUSE 

NY 

13203 

GLUT 

LAWRENCE 

MA 

01641 

AVAST 

LOWELL 

MA 

01854 

TRIAMC 

HAGERSTOWN 

MD 

21740 

BETA 

DEDHAM 

MA 

02026 

AVAST 

VICTORIA 

TX 

7 7501 

BETA 

LOVELAND 

CO 

8 0538 

BETA 

STOCKBRIDG 

GA 

30281 

MESO 

VINELAND 

NJ 

08360 

OMNI, METHYL PRED 

ROSWELL 

GA 

30076 

SAL r NS 

MADISON 

wi 

53718 

IT 

POCATELLO 

ID 

8 32D1 

BETA, HYAL 

MADISON 

WI 

53792 

IT 

WAUSAU 

WI 

54401 

IT 

AUSTIN 

TX 

78751 

IT 

GLENDALE 

WI 

53217 

BETA 

THORNTON 

CO 

80229 

IT 

HUNTINGDON 

PA 

19006 

SUL P. BLUE 

LA CROSSE 

WI 

54601 

SULP. BLUE, TRIAMC 

PORTLAND 

OR 

97209 

IT 

ORLANDO 

FL 

32819 

BETA, OMNIP 

EAST LANSI 

MI 

48023 

CREAM 

OCEANSIDE 

CA 

92056 

AVAST 

KOKOMO 

IN 

4 6904 

DROPS 

GROTON 

CT 

06340 

DROPS 


1.0 
1 0 

so 

so 

c 

c 

1.0 

SO 

c 

1.0 

so 

c 

1.0 

SO 

c 

1.0 

so 

c 

1.0 

so 

c 

1.0 

so 

C 

1.0 

PO 

c 

1.0 

2D 

c 

1.0 

PO 

c 

1.0 

so 

c 

1.0 

so 

c 

1.0 

so 

c 

1.0 

so 

c 

1.0 

so 

c 

1.0 

PO 

c 

1.0 

so 

c 

1.0 

PO 

c 

1.0 

PO 

c 

1.0 

so 

c 

1.0 

so 

c 

1,0 

so 

c 

1.0 

so 

c 

1.0 

so 

c 

1.0 

so 

c 

1.0 

so 

c 

1.0 

so 

c 

1.0 

SO 

c 

1.0 

so 

c 

1.0 

so 

c 

1.0 

so 

c 

1.0 

so 

c 

1.0 

2D 

c 

1.0 

so 

c 

1.0 

so 

c 

1.0 

so 

c 

1.0 

so 

c 

1.0 

so 

c 

1.0 

so 

c 

1.0 

so 

c 

1.0 

so 

c 

1.0 

so 

c 

1.0 

so 

c 

1.0 

so 

c 

1.0 

so 

c 

1.0 

so 

c 

1.0 

2D 

c 

1.0 

2D 

c 

1.0 

so 

c 

1.0 

2D 

c 

1.0 

so 

c 

1.0 

so 

c 

1.0 

so 

c 

1.0 

so 

B 

1.0 

so 

B 

1.0 

so 

c 

1.0 

so 

B 

1.0 

so 

B 

1.0 

so 

B 

1.0 

so 

c 

1.0 

PO 

B 

1.0 

so 

c 

1.0 

so 

c 

1.0 

PO 

B 

1.0 

so 

c 

1.0 

so 

c 

1.0 

so 

c 

1.0 

so 

c 

1.0 

PO 

c 


PHARMACY 

PAM MARSEY- INPATIENT 
SUSAN LECOMTE 
ROB BERMAN (IKPATIEN 
JIM BENHAM 
WILLIAM MULLAN 
CHAD 

DEBBIE/ JULIA/ ALEISHA 

DONNA SHAFFER 

SANDY BREEDEN 

KAREN TEA IN HAM 

PHARMACY 

PHARMACY 

MARK HUMPHREY 

MARYANNE FRA2IER 

LESLIE THOMAS 

INNA 

HANK ARMS 
INPATIENT PHARMACY 
ATTN: E. R. 

PHARMACY-ED GUERENA 
GLEN PETERSON 
PHARMACY /DEE DRA COOL 
PHARMACY/DEE DRA COOL 
PHARMACY 

INPATIENT PHARMACY 

PHARMACY 

PHARMACY 

PHARMACY 

PHARMACY 

PHARMACY/BARB FIORE 

PHARMACY /KIM 

ANN MARIE 

NANCY ROMERO 

PHARMACY 

BOB BUSKO 

ANGELA 

LEONARD O'HARA 

BOB MORGAN 

CHRISTY GLADDIS 

BRUCE ZANNITTO 

AMY GLEASON 

D. J, IGLESIAS/PHARN 

D. J, IGLESIAS/PHARM 

DELIVER TO PHARMACY/ 

BOB BUSKO 

JUNE RE 

SHIRLEY 

GINA WHITELEY 

RECEIVING DEPT. 

PHARMACY 
DEBRA SAFRIT 
MICHELLE CASSIDY 
SANDY USRY 
PHARMACY SERVICES/CH 

ATTN: INPATIENT PHAR 
INPATIENT PHARMACY 
DEBBIE HARO 
JEAN PE RELES -ST ROUS E 
ATTN: JONATHAN KARST 
RUTH SULLIVAN 
JENNIFER HOFF 
SHARON WILKINS 
MARIA LUISA SATTIZAH 
DEBRA LANDIS 
MARIA 

VICKI LAWSON 
KAREN BUCK, RN 


OUR LADY OF LOUR 
PROVBNA COVENANT 
ALLEGHENY PAIN M 
MORRISTOWN MEHOR 
TOWER PHARMACY 
DRISCOLL CHILDRE 
DOCTORS UNITED 
BOCA RATON OUTPA 
BROMENN REGIONAL 
VIRGINIA EYE INS 
SAMARITAN MEDICA 
SHANNEE MISSION 
SHAWNEE MISSION 
CHATTANOOGA SURG 
CHARLOTTE SURGER 
RANSOM MEMORIAL 
OUTPATIENT SURGI 
SOUTHERN OHIO ME 
CAMBRIDGE HOSPIT 
BLESSING HOSPITA 
MARIAN MEDICAL C 
BROOKWOOD MEDICA 
WESLEY MEDICAL C 
WESLEY MEDICAL C 
MEMORIAL HOSPITA 
FRYE REGIONAL ME 
REGIONAL MEDICAL 
ST, JOSEPH MEDIC 
OSCEOLA REGIONAL 
CHAMPLAIN VALLEY 
ST. ELIZABETH'S 
BLAKE MEDICAL CE 
LONG ISLAND VITR 
EYE SURGICAL CNT 
MAURY REGIONAL H 
ST. JOSEPH HOSPI 
SAN DIEGO RETINA 
WAYNE MEMORIAL H 
VALLEY AMBULATOR 
ADVANCED PAIR CE 
ST. PETERS HOSPI 
MOBILE INFIRMARY 
LAWNWOOD REG IONA 
LAWNWOOD REG IONA 
VIRGINIA COMMON W 
ST. JOSEPH HOSPI 
TALLMAN EYE AS SO 
DAVID C. MORLEY, 
CUMBERLAND VALLE 
DEDHAM MEDICAL A 
EDWARD FERRELL, 
MEDICAL CENTER 0 
EAGLE'S LANDING 
PREMIER ORTH OPED 
ALAN M. HARBEN, 
UW HEALTH EAST C 
IDAHO EYE CENTER 
UN IV OF WISC. HO 
ASPrRUS WAUSAU H 
PAIN MANAGEMENT 
NORTH SHORE ORTH 
COLORADO PAIN MA 
HUNTINGDON VALLE 
GUNDERSEN LUTHER 
OAG INTERVENTION 
SPINE AND BRIAN 
TOTAL VEIN CARE 
SAN DIEGO RETINA 
CLI SURGERY CENT 
PEQDOT SURGICAL 


1600 HADDON AVE. 
1400 WEST PARK STR 
1402 NINTH AVE 

100 MADISON AVE 
700 CENTER STREET, 
3533 SOUTH ALAMEND 
1 BRIDGE STREET 
501 GLADES ROAD 
1304 FRANKLIN AVE. 
7301 FOREST AVE., 
630 WASHINGTON STR 
9100 W 74TH STREET 
9100 W 74TH STREET 
400 NORTH HOLTZ CLA 
2825 RANDOLPH ROAD 
1301 SOUTH MAIN ST 
301 NW 82ND AVEND 
1805 27TH STREET 
1493 CAMBRIDGE STR 
BROADWAY AT 11TH S 
1400 E CHURCH STRE 
2010 BROQKWOOD MED 
5001 WEST HARDY ST 
5001 WEST HARDY ST 
4500 MEMORIAL DRIV 
420 NORTH CENTER S 
14000 FEVAY ROAD 
2500 BERNVILLE ROA 
700 W. OAK STREET 
75 BEEKMAN STREET 
211 SOUTH 3RD STRE 
2020 59TH STREET W 
200 MOTOR PKY, SUI 
1809 VERDUGO BLVD. 
1224 TROTWOOD AVE 
301 PROSPECT AVENU 
7695 CARDINAL COUR 
601 PARK STREET 
2210 DEAN STREET 
THE SPINE CENTER 
315 S. MANNING BLV 
5 MOBILE INFIRMARY 
1700 S. 23RD STREE 
1700 S. 23RD STREE 
403 NORTH 13TH STR 
301 PROSPECT AVENU 
360 MERRIMACK ST., 
617 MERRIMACK ST, 
1110 PROFESSIONAL 

1 LYONS STREET 
2710 HOSPITAL DRIV 
2500 ROCKY NOUNTAI 
1325 ROCK QUARRY R 
352 SOUTH DELSEA D 
11775 POINTE PLACE 
5249 EAST TERRACE 
1157 CALL PLACE 
600 N. HIGHLAND AV 
333 PINE RIDGE BLV 

101 WEST KOENIG LN 
7545 NORTH PORT WA 
8451 PEARL ST 
1800 BYBERRY RD. S 
1910 SOUTH AVENUE 
1849 NW KEARNEY ST 
7460 DOC’S GROVE C 
3515 COOLIDGE ROAD 
3231 WARING CT., S 

1601 WEST LINCOLN 
52 HAZELNUT HILL R 


174756 31 18 002392 


FDA P00098838 



Invoice 


New England Compounding Center, Inc. 

PO Box 4146 

Woburn, MA 01888-4146 

Ph. 508-820-0606 

Fx. 508-820-1616 


Date 

Invoice# 

10/21/2010 

160633 


Bill To 


OSCEOLA REGIONAL MED. < 
WEST FL SUPPLY CHAIN 

1 290 1 STARKEY ROAD,#100( 
LARGO, FL 33773 

CTR. 

) 


Ship To 


OSCEOLA REGIONAL MED. CTR. - CARDIO 
700 W OAK STREET 
KISSIMMEE, FL 34741 
ATTN: PHARMACY 


P.O. Number 


SMI 020 10 


Terms 


Net 30 


Rep 


TO 


Ship 


10/21/2010 


Via 


FEDEX 


F.O.B. 


Account# 


Quantity 


Item Code 


Description 


Price Each 


Amount 


10 

10 


CP-00229 

CP-00230 

Shipping Charges 


CARDIOPLEGIA - WARM INDUCTION, 305.75mL 
CARDIOPLEGIA - COLD INDUCTION HIGH K, 
1194.95 mL 
--N/C-- 


124.00 

1,240.00 

46.00 

460.00 

0.00 

0.00 



IHTHANK YOU FOR YOUR ORDER!!! 

“.♦PLEASE PLACE INVOICE NUMRER ON PAYMENT*** 

Total 

$1,700.00 



Credits 

-$1,700.00 



Balance Due 

$0.00 


DOJ NECC003725919 


Shipment Information Report 

Track Number and Date Range 


Page 1 of 1 


[Services, 

Solutions and Technology 


Tracking Number: 407693966111 


1 Packaqe Detail 1 

Ship Date 

10/21/2010 

Pickup Courier 

Form Code 

201 

Pickup Status 00 

Service Base 

05 

Pickup Location AYEA 

Service Area 

A1 

Destination Location ISMA 

Special Handling 
Codes 




Name NEW ENGLAND COMPOUNDING 
Company NEW ENGLAND COMPOUNDING 


Customer Number 231566368 
Reference Number CARDIO 


Address 


CENTER 

697 WAVERLY STREET 


FRAMINGHAM, MA, 01702 
US 


1 Recipient I 

Name 

PHARMACY 

Customer Number 

Company 

OSCEOLA REGIONAL MEDICAL CENTE 

Bill-to Number 

Address 

700 W. OAK STREET 



KISSIMMEE, FL, 34741 

US 



Timestamp 10/22/2010 10:27:00 

Status 00 

Code 

Courier 208986 


Deliver] 


Location 2 

Address 700 W OAK ST 

Route 073 


1 Sianature 1 

Signature Release on File? No PowerPad 

Signed For By J.URIARTE Seconds 

Signature Image 

PPNA4378086R 

25 

1 y w 1 

i J 



Last run on: Nov 14, 2014 1 :07 AM 


DOJ NECC001 676637 









Payment Receipt 


New England Compounding Center, Inc. 

FO Box 4146 

Woburn, MA 01888-4146 

Ph. 508-820-0606 

Fx. 508-820-1616 


Received From: 

OSCEOLA REGIONAL MED. CTR... 
OSCEOLA REGIONAL MED. CTR. 
WEST FL SUPPLY CHAIN 
12901 STARKEY ROAD,# 1000 
LARGO, FL 33773 


Date Received 
Payment Method 
Check/Ref. No. 


11/08/2010 

Check 

10128697 11/1 lb 


Payment Amount 


Invoices Paid 


Date 

10 / 21/2010 


Number 

160633 


Amount Applied 

-$1,700.00 


Page 1 


$1,700.00 


DOJ NECC003725920 


